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020604 
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TO SECSTATE WASHDC 7097 

CONFIDENTIAL MONTEVIDEO 2238 

E.O. 11652: GDS 
TAGS: ELAB, UY 

SUBJ: HANDLING OF EMBASSY RECOMMENDATIONS AT PANAMA 
CONFERENCE ON AIFLD PROGRAM 

REFS: (A) STATE 170977; (B) MVD 2040; (C) MVD 2017; (D) MVD 1626 

EMBASSY APPRECIATES DETAILED EXPLANATION RE HANDLING OF 
REFTEL D BY WASHINGTON REPS AT PANAMA MEETING AND ASSUR- 
ANCES THAT OUR MESSAGE "WAS NEITHER GIVEN GENERAL CURRENCY 
NOR PASSED AROUND". NEVERTHELESS, AND DESPITE THESE ASSURANCES, 
IT IS A FACT THAT WE WERE TOLD BY SEVERAL SOURCES THAT OUR 
MESSAGE WAS DISCUSSED BROADLY DURING AIFLD MEETING IN 
PANAMA AND THAT IT BECAME A TOPIC OF CONVERSATION 
THROUGHOUT THE HEMISPHERE IMMEDIATELY THEREAFTER. THE 
RANGE OF THE SPREADING OF THE WORD WAS DEMONSTRATED BY 
THE FACT THAT IRO-FIET REP FOSTER, PTTI REP BUCCE AND ORIT 
SECRETARY GENERAL ETCHEVERRY (ALL REPRESENTING NON-US 
AGENCIES) CAME FROM CURACAO, CHILE AND MEXICO, RESPECT- 
IVELY, TO PROTEST THE EMBASSY'S CLASSIFIED, CONFIDENTIAL 
RECOMMENDATION. 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LABOR INSTITUTES, PROGRAMS (PROJECTS), FOREIGN POLICY POSITION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 09 AUG 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: cunninfx 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MONTEV02238 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740218-1062 
From: MONTEVIDEO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740860/aaaabztj.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 

Reference: (A) STATE 170977: (B) MVD 2040; (C), MVD 2017; (D) MVD 1626 

Review Action: RELEASED, APPROVED 

Review Authority: cunninfx 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 SEP 2002 by boyleja>; APPROVED <20 FEB 2003 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HANDLING OF EMBASSY RECOMMENDATIONS AT PANAMA CONFERENCE ON AIFLD PROGRAM 
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